UNITED STATES DISTRICT COURT 
FOR THE DISTRICT OF COLUMBIA 


UNITED STATES OF AMERICA 
Cr. No. 1:21-CR-00116 DLF 
v. 
WILLIAM McCALL CALHOUN, 
Defendant. 
EXHIBIT 700 
STIPULATION: CAPITOL BUILDING AND GROUNDS 

The United States and Defendant William McCall Calhoun agree and stipulate that a 
witness from the United States Capitol Police would testify at trial to the following: 

By law, the U.S. Capitol, which is located at First Street, SE, in Washington, D.C., is 
secured twenty-four hours a day by U.S. Capitol Police (‘USCP”). Restrictions around the 
Capitol include permanent and temporary security barriers and posts manned by USCP. Only 
authorized people with appropriate identification are allowed access inside the Capitol. The US. 
Capitol building has 540 rooms covering 175,170 square feet of ground, roughly four acres. The 
building is 751 feet long (roughly 228 meters) from north to south and 350 feet wide (106 ~ 
meters) at its widest point. The U.S. Capitol Visitor Center is 580,000 square feet and is located 
underground on the east side of the Capitol. On the west side of the Capitol building is the West 
Front, which includes a variety of open concrete spaces, a fountain surrounded by a walkway, 
two broad staircases, and multiple terraces at each floor. On January 6, 2021, the inaugural stage 
scaffolding was located on the West Front of the Capitol building. On the East Front are three 
staircases, porticos on both the House and Senate side, and two large skylights into the Visitor’s 


Center surrounded by a concrete parkway. 
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FOR THE DISTRICT OF COLUMBIA 


UNITED STATES OF AMERICA 
Cr. No. 1:21-CR-00116 DLF 
Vv. 
WILLIAM McCALL CALHOUN, 
Defendant. 


EXHIBIT 701 


STIPULATION: UNITED STATES CAPITOL POLICE 
CLOSED CIRCUIT VIDEO MONITORING 


The United States and Defendant William McCall Calhoun agree and stipulate to the 
following: 

The United States Capitol Police (*USCP”) operate and maintain closed-circuit video 
monitoring and recording equipment that captures locations inside and outside of the U.S. 
Capitol building and on the Capitol grounds. The video equipment timestamps each recording 
with the date and time at which the footage is captured. 

The USCP-controlled video equipment was in good working order on January 6, 2021, 
and video footage recovered from the cameras and equipment with the timestamp of January 6, 
2021 is footage from January 6, 2021. The events depicted in the video footage are a fair and 
accurate depiction of the events at the U.S. Capitol on January 6, 2021; the timestamps on the 
recordings are accurate; and the video footage was not altered or edited in any way. The video 


footage is authentic in that it is what it purports to be. 
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UNITED STATES DISTRICT COURT 
FOR THE DISTRICT OF COLUMBIA 


UNITED STATES OF AMERICA 
Cr. No. 1:21-CR-00116 DLF 
v. 
WILLIAM McCALL CALHOUN, 
Defendant. 
EXHIBIT 702 
STIPULATION: CERTIFICATION OF THE ELECTORAL COLLEGE VOTE 

The United States and Defendant William McCall Calhoun agree and stipulate to the 
following: 

On January 6, 2021, a joint session of the United States Congress convened at the U.S. 
Capitol. During the joint session, elected members of the United States House of 
Representatives and the United States Senate were meeting in both the House and Senate 
chambers of the Capitol to certify the vote count of the Electoral College of the 2020 Presidential 
Election, which had taken place on Tuesday, November 3, 2020. 

On January 6, 2021, the House of Representatives began its session at approximately 
12:00 p.m., the Senate began its session at approximately 12:30 p.m., and the two Houses met 
together at approximately 1:00 p.m. in the House of Representatives chamber to begin the joint 
session. Vice President Mike Pence was in the Capitol building and presiding over the joint 
session. At approximately 1:15 p.m., the House and Senate adjourned to their separate chambers 
for up to two hours to resolve a particular objection. 

At approximately 2:12 p.m., Vice President Pence evacuated the Senate chamber, and 
approximately one minute later, the senator who had become the presiding officer in Vice 


President Pence’s absence declared that the Senate would stand in recess. Senators evacuated 


the Senate chamber. 

At approximately 2:15 p.m., Speaker Nancy Pelosi, who was presiding over the House of 
Representatives, evacuated the House chamber. Approximately fifteen minutes later, the 
representative who become the presiding officer in her absence declared that the House would 
stand in recess. Representatives then evacuated the House chamber. 

The joint session was suspended. 

The Senate and House resumed meeting at approximately 8:06 p.m. and 9:02 p.m., 
respectively. The joint session of Congress continued until approximately 3:44 a.m. on January 


7, 2021, when it completed the certification of the Electoral College vote. 
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UNITED STATES DISTRICT COURT 
FOR THE DISTRICT OF COLUMBIA 


UNITED STATES OF AMERICA 
Cr. No. 1:21-CR-00116 DLF 
Vv. 
WILLIAM McCALL CALHOUN, 
Defendant. 


EXHIBIT 703 


STIPULATION: AUTHENTICITY OF VIDEO INGOVERNMENT EXHIBIT 311 


The United States and Defendant William McCall Calhoun agree and stipulate to the 
following: 

Exhibit 311 is a compilation of video footage of the defendant on January 6, 2021. The 
compilation includes Capitol CCTV footage, videos surrendered to the government by another 
Capitol breach subject or defendant, and video footage obtained through publicly available 
sources (open source). Some of the videos have been clipped or shortened. The videos have not 
otherwise been altered or edited. The videos are authentic in that they are what they purport to 
be. The videos fairly and accurately depict events and circumstances that occurred on or near 
Capitol grounds on January 6, 2021. The videos and/or any other copies are “admissible into 


evidence to the same extent as the original,” within the meaning of Federal Rule of Evidence 


1003. 
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FOR THE DISTRICT OF COLUMBIA 


UNITED STATES OF AMERICA 
Cr. No. 1:21-CR-00116 DLF 
v. 
WILLIAM McCALL CALHOUN, 
Defendant. 
EXHIBIT 704 

STIPULATION: AUTHENTICITY OF SOCIAL MEDIA AND CELLPHONE EXHIBITS 

The United States and Defendant William McCall Calhoun agree and stipulate to the 
following: 

Social Media Posts 

Government exhibit series 400 are fair and accurate representations of the posts from the 
defendant’s Parler account. At all relevant times, the defendant was the user of the account, and 
the author of the posts. The substance of the posts has not been altered or edited. Date and 
timestamps have been added to the posts for trial. The timestamps are in Universal Time 
Coordinated (“UTC”) time. Eastern Standard Time (“EST”) was five hours behind UTC time on 
January 6, 2021. | 

Government exhibits 500-504 and 508-512 are fair and accurate representations of the 
posts from the defendant’s Facebook account. At all relevant times, the defendant was the user 
of the account, and the author of the posts. The substance of the posts has not been altered or 
edited. Like exhibit series 400, date and timestamps have been added to the posts for trial. The 
timestamps are in UTC time. 

Cellphone Evidence and Videos 


Government exhibit series 600 are copies of files (including videos, images, and chats) 


obtained from a search warrant of the defendant’s cellphone. The files have not been altered or 


edited, and are fair and accurate copies of the files obtained from the defendant’s cellphone. 
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